Exhibit “A” 

RULE 2.115 INTERESTED PERSONS 


Mr. Brian Hughey 
Manager 

Singing River Electric Power Association 
11187 Old 63 South 
Lucedale, MS 39452 

Mr. James Compton 
President and CEO 
Cooperative Energy 
P.O.Box 15849 
Hattiesburg, MS 39404 
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